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ACTION EA-10 

INFO OCT-01 ISO-OO SSO-OO SCSE-00 CU-04 /015 W 

055676 

O 260350Z APR 75 ZFF-4 
FMUSLO PEKING 

TO SECSTATE WASHDC NIACT IMMEDIATE 3645 
AMEMBASSY TOKYO NIACT IMMEDIATE 

UNCLAS PEKING 797 

DEPT PASS BROOKS EA/PRCM 

E.O. 11652: N/A 

TAGS: CASC SCUL CH (BASCH, PAUL) 

SUBJECT: EMERGENCY TRAVEL 

REF: PEKING 786 

1. ESCORT OFFICER JAY TAYLOR CALLED APRIL 26 TO INFORM USLO THAT 
MRS. BASCH HAS ARRIVED WUHSI AND HAS DECIDED THAT SHE WOULD LIKE 
DR. FRANK A. BROWN OF YODAGAWA CHRISTIAN HOSPITAL, OSAKA, TO COME 
TO WUHSI TO ASSIST IN MR. BASCH'S CARE. BROWN IS WILLING TO COME 
AND CAN TRAVEL ON MONDAY, APRIL 28. HE IS WILLING TO PAY FOR HIS 
PLANE TICKET WITH THE UNDERSTANDING THAT HE WILL BE REIMBURSED 
LATER. 

2. FOLLOWING IS INFORMATION WE HAVE ON DR. BROWN: 

A. HOME ADDRESS : 29/12 NISHI, 4 CHOME 
SENRIYAMA, SUITA-SHI 

OSAKA, JAPAN 

HOME TELEPHONE 063840963 

B. BUSINESS ADDRESS: 

YODAGAWA CHRISTIAN HOSPITAL 
TELEPHONE 06322250 

USLO DOES NOT HAVE PASSPORT INFORMATION, BUT DELEGATION IS CONTACT- 
ING HIM BY TELEPHONE TO OBTAIN IT, AND WE WILL PASS MFA. AMERICAS 
AND OCEANIAN DIVISION HAS INDICATED THAT IT WILLING TO COOPERATE IN 
UNCLASSIFIED 

UNCLASSIFIED 
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EVERY WAY POSSIBLE, AND WILL ISSUE BROWN VISA ON ARRIVAL IN SHANGHAI 
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BUT THEY HAVE REQUESTED PASSPORT INFORMATION AS SOON AS POSSIBLE. 

3. FOR TOKYO: PLEASE CONTACT DR. BROWN AND INFORM HIM HE CAN PRO- 
CEED WITH TICKET ARRANGEMENTS. AS DOUBLE CHECK, PLEASE CABLE 
PASSPORT DATA AND TRAVEL PLANS AS SOON AS AVAILABLE. 

BUSH 


UNCLASSIFIED 
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